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30 August 1977 


STATIN TL 


MEMORANDUM FOR: Executive Secretary 

Suggestion Awards Committee 


THROUGH 



SUBJECT : Suggestion No. 77-462 


i 


1. Suggestion No. 77-462 calls for installing signs on all stair- 
way doors in Agency buildings reminding people that doors are barriers 
to the spread of fire and smoke and for the sake of safety should be 
kept closed. 


2. On behalf of the Fine Arts Commission, I applaud the concern 
and thoughtfulness of the suggestor. However, adoption of the sugges- 
tion would require the installation of— I would estimate— virtually hun- 
dreds of signs throughout Agency premises. Although they might be “small, 
neat signs," the clutter would be very substantial, and the effectiveness 
dubious. I have rarely encountered a stairway door that does not close 
automatically, 

3. The Fine Arts Commission suggests that a reminder be issued to 
all employees of the potential hazard of propping open stairwell doors. 

The reminder might take the form of a special circular during fire pre- 
vention week or a highlighted feature in other DDA general -information 
publications. The reminder might also take the form of a safety poster 
mounted for a limited period on Agency bulletin boards that have been, 
installed for general notices. STATINTL 
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